KRIEWALDT, JOHN A 


73358269 


1229182 


UNAPPROVED ABBREVIATIONS - DO NOT USE LIST 


U (unit) 
IU (International Unit) 
Q.D., Q.D. Q.d. (daily) 
Q.D.O.. QOD, q.o.d., qod 
MS 

T.I.W. 


Trailing zero (X.O mg)" 
Lack of leading zero (.X mg) 
MS 

MSO« and MgSO< 
A.S..A.D..A.U. 
O.S., O.D., O.U. 



1 I 


DATE 


TIME 


NOTES 


&<rfs&*s text 






Wheaton Franciscan 

□ Brawn Deer 

□ Elmbrook Memorial Campus 

□ 5L Joseph Campus 

□ Wauwatosa 

□ The Wisconsin Heart Hospital Campus 
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PROGRESS NOTES 


PATIENT i p 


T3359Z69 
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